From: 

Sent: 

To: 

Subject: 


Corbett, Kate (DPH) 

Monday, November 23, 2009 2:17 PM 
Cimini, Kate (NOR) 


RE: Comm vs.l 


Lab# 


Thanks..that would be great! I can be reached in the lab at 617-983-6632...and I would think it would take approx an 
hour to get to Lowell. 


-Original Message- 

From: Cimini, Kate (NOR) 

Sent: Mon 11/23/2009 11:25 AM 
To: Corbett, Kate (DPH) 

Subject: RE: Comm vs.^^^^^| 

Hi Kate, 

It is fine if you would like to be on call. Approximately how long would it take you to get here and what number should I 
call if I need you? 

Thanks, 

Kate 

—Original Message— 

From: Corbett, Kate (DPH) 

Sent: Sunday, November 22, 2009 8:29 PM 

To: Cimini, Kate (NOR)_ 

Comm 



Hi Kate, 

I received a summons from you for the above case, scheduled for Nov 24. Could you please let me know if this case is 
going forward and if so do you definitely need me on Nov 24 or could I be placed ON CALL? 

Thanks so much, 

Kate Corbett 
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